DOCKETED ITEMS     165
-8503040089 Summary of 850122 meeting w/util in Region II ofc to discuss implementation of fire protection (10CFR50 App R) in preparation for special insp at facility scheduled for 850225-0301 .Attandance list encl.
MADDEN.P.M. NRC - No Detailed Affiliation Given. 85/02/13. NRC - No Detailed Affiliation Given. 2pp. 29194:160-29194:161.
8503040450 Revised emergency plan implementing procedures.including Rev 18 to 3100021E  re  duties & responsibilities of  emergency coordinator  &  Rev 28 to 3100023E re onsite emergency organization & roster.W/850225 Itr. WILLIAMS.J.W. Florida Power & Light Co. 85/02/25. GRACE.J.N. Region 2, Office of Director. 82pp. 29179:180-29179:261.
8503110164 Advises that portions of 841205 Rev 2 to safeguards contingency plan consistent w/provisions of 10CFR50.54(p). W/o encl.
WALKER.R.D. Region 2, Office of Director. 85/02/28. WILLIAMS,J.W. Florida Power & Light Co. 3pp. 29306:134-29306:136.
8503200524 Forwards list of emergency plan deficiencies identified during review of Rev 14  to emergency plan.Ernergency response plans  inconsistent w/provisions of 10CFR50.47(D),50.54(q), App tor NUREG-0654. Response requested in 45 days. WALKER.R.D. Region 2, Office of Director. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29451:265-29451:266.
8503200243 Responds to 841212 Itr re offsite emergency organization agreements.Rev 1 to NUREG-0728 assures that NRC responds to incidents having potential to threaten health & safety of public or environ.Summary of NRC role in emergency encl. GRACE.J.N. Region 2, Office of Director. 85/03/06. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 29458:037-29458:039.
8503260305 Advises that 841205 Rev 3 to guard training & qualification plan consistent w/provisions of 10CFR50.54(p) & acceptable, provided plan modified to accommodate encl comments.per C Perny 850301 discussion.
WALKER.R.D. Region 2. Office of Director. 85/03/21. WILLIAMS.J.W. Florida Power & Light Co. 4pp. 29504:245-29504:248.
P. Operating license stage documents & correspondence
8503080065 Submits completion schedule for Multi-Plant Action Items C-10 & C-15, "Control of Heavy Loads," for listed plants. Generic Itr closing issue will be issued by 850430.
NEIGHBORS.D. Operating Reactors Branch 1. 85/02/25. THOMPSON.H.L. Division Of Licensing. 1p. 29299:355-29299:355.
8503130520 Forwards tentative meeting agenda & attendee list per 850104 Itr re proposed 850307 visit to corporate ofc to discuss regulatory requirements having marginal safety importance, but high burdens on utils or NRC.
VARGA.SA Operating Reactors Branch 1. 85/02/26. WILLIAMS.J.W. Florida Power & Light Co. 5pp. 29361:174-29361:178.
8503190389 Forwards Amend 9 to License NPF-16 & safely evaluation. Amend changes License Condition 2.C.(1) & Tech Specs authoring operation of unit at 2,700 MWt.
SELLS.D.E. Operating Reactors Branch 3. 85/03/01. WILLIAMS.J.W. Florida Power & Light Co. 4pp. 29442:038-29442:051.
-8503190400 Amend 9 to License NPF-16,changing License Condition 2.C.(1) & Tech Specs authorizing operation of unit at 2,700 MM THOMPSON.H.L. Division of Licensing. 85/03/01. 5pp. 29442:042-29442:046.
-8503190407 Safety evaluation supporting Amend 9 to License NPF-16. MILLER.J.R. Operating Reactors Branch 3. 85/03/01. 5pp. 29442:047-29442:051.
8503080303 Forwards license fee in response to NRC 850215 Itr. WILLIAMS.J.W. Florida Power & Light Co. 85/03/04. DIGGS.R.M. License Fee Management Branch. 1p. 29275:042-29275:042.
8503200501 Forwards SER re 841108 rept re axial growth of fuel rods. Adequate shoulder gap clearance maintained for unmodified fuel assemblies through second cycle. MILLER.J.R. Operating Reactors Branch 3. 85/03/05. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29472:004-29472:007.
-8503200505 Safety evaluation re license condition on axial growth of fuel rods. *  Office  of  Nuclear  Reactor  Regulation,   Director.   85/03/05.   3pp.  29472:005-29472:007.
8503210137 Forwards safety evaluation re post-accident sampling sys core damage assessment procedure. Procedure acceptable & work necessary to meet criteria of NUREG-0737,ltem II.B.3 completed.
MILLER.J.R. Operating Reactors Branch 3. 85/03/08. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 29480:054-29480:056.
8503190369 Informs that load handling procedures & program for sling use & maint implemented at Unit 2,per control of heavy load Phase I.
WILLIAMS.J.W. Florida Power & Light Co. 85/03/15. MILLER.J.R. Operating Reactors Branch 3,1p. 29409:087-29409:087.
8503270070 Forwards responses to Items 1 & 3 of NRC 840702 Generic Ltr 84-15, "Proposed Staff Actions to Improve & Maintain Diesel Generator Reliability." WILLIAMS.J.W. Florida Power & Light Co. 85/03/18. THOMPSON.H.L. Division of Licensing. 5pp. 29527:313-29527:317.
Q. Inspection reports, IE Bulletins & correspondence
8503070025 Forwards Insp ReptS 50-335/84-33 & 50-389/84-39 on 841118-1215-No violations or deviations noted.
BROWN LEE, V.L Region 2, Office of Director. 85/01/14. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29268:070-29268:071.
-8503070030 Insp Repts 50-335/84-33 & 50-389/84-39 on 841118-1215.No violations or deviations noted.Major areas inspected:nnaint & surveillance observation,LERs,info notices.reactor trips, fire in containment & licensee actions on TMI action items. FEIERABEND.C.D., BIBB.H.E., ELROD.S.A. Region 2, Office of Director. 85/01/11. 13pp. 29268:072-29268:084.
8503060393   Forwards   Insp   Repts   50-335/84-34   &   50-389/84-40   on   841216-850119.No violations or deviations noted. BROWNLEE.V.L Region 2, Office of Director. 85/02/04. WILL1AMS.J.W. Florida Power & Light Co. 2pp. 29252:158-29252:165.
-8503060413 Snsp Repts 50-335/84-34 & 50-389/84-40 on 841216-850119.No violation or deviation noted.Major areas inspected:maint, surveillance.lE bulletins & circulars.reactor trips & action on previously identified items & cold weather preparation.
FEIERABEND.C.D., BIBB.H.E., ELROD.S.A. Region 2, Office of Director. 85/02/01. 6pp. 29252:160-29252:165.
8503060273 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if mails considered proprietary. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. WILLIAMS,J.W. Florida Power & Light Co. 2pp. 29250:331-29250:332.
8503070555 Confirms 850215 mgt meeting w/util in Miami.FL to discuss SALP program results for Jui 1983 - Oct 1984.Proposed meeting agenda encl. GRACE.J.N, Region 2, Office of Director. 85/02/07. WILLIAMS.J.W. Florida Power & Light Co. 3pp.
8503040078 Forwards summary of 850122 meeting w/util in Region II ofc re application of fire protection (10CFR50,App R) & forthcoming App R insp at facility.Meeting provided better understanding of NRC insp methodology & util App R analysis. WALKER.R.D. Region 2, Office of Director. 85/02/19. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29194:159-29194:161.
-8503040089 Summary of 850122 meeting w/util in Region II ofc to discuss implementation of fire protection (10CFR50 App R) in preparation for special insp at facility scheduled for 850225-0301.Attandance list encl.
MADDEN.P.M. NRC - No Detailed Affiliation Given. 85/02/13. NRC - No Detailed Affiliation Given. 2pp. 29194:160-29194:161.
8503040380 Forwards Rev 0 to Vol 1 of "1984 Inservice Insp Final Rept" WILLIAMS.J.W. Florida Power & Light Co. 85/02/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1 p. 29180:139-29180:328.
-8503040387 Rev 0 to Vol 1 of "1984 Inservice Insp Final Rept." ANDERSON.E.L   Florida  Power  &  Light Co. CIS-PSL-RPT-84-001RO.  85/02/19. 188pp. 29180:140-29180:328.
8503190293 Forwards Insp Repts 50-335/85-03 & 50-389/85-03 on 850120-0216.No violations or deviations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/02/26. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29447:206-29447:210.
-8503190308 Insp Repts 50-335/85-03 & 50-389/85-03 on 850120-0216.No violation or deviation noted.Major areas inspected:plant operation, surveillance observation,maint observation & procedure/drawing review.
CRLENJAK.R.V., BIBB.H.E., ELROD.S.A. Region 2, Office of Director. 85/02/26. 4pp. 29447:207-29447:210.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sle-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503200123 Forwards Insp Repts 50-335/85-04 & 50-389/85-04 on 850128-31 & notice of violation.
BROWNLEEy.L Region 2, Office of Director. 85/02/28. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29458:172-29458:181.
-8503200130 Notice of violation from insp on 850128-31. * Region 2, Office of Director. 85/02/28. 1p, 29458:174-29458:174.
-8503200139 Insp Repts 50-335/85-04 & 50-389/85-04 on 850128-31. Violation noted:failure to enter pump test status in control room pump & valve summary book. CROWLEY.B.R, BLAKE.J.J. Region 2, Office of Director. 85/02/26. 7pp. 29458:175-29458:181.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves/1 Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys,"
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. f09pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings, Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.. 29221:248-29221:248.
